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CONFIDENTIAL 

PAGE 01 PEKING 01559 060734Z 
13 

ACTION OC-06 

INFO OCT-01 EA-07 ISO-OO CCO-OO SY-10 OCL-OO FBO-01 /025 W 

048022 

R 060645Z DEC 73 
FMUSLO PEKING 
TO SECSTATE WASHDC 1101 
INFO AMEMBASSY MANILA 

CONFIDENTIAL PEKING 1559 

MANILA FOR RCO AND ATO 

E.O. 11652: GDS 
TAGS:A/COM 

SUBJECT: SHIELDED ENCLOSURE DOOR 
REF: PEKING 1267, STATE 222492 

1. RCO SPECTOR SUCCESSFULLY REPAIRED EMERGENCY RELEASE BY 
REPOSITIONING FLANGE NUT. THIS REQUIRED REMOVAL OF 
ELECTRICAL CHANNELING, TILE, PANELLING AND SHIELDING AT TIME 
OF REPAIRS TO PERMIT ACCESS. 

2. SHEET ER-1 IS NOT RPT NOT AT POST. 

3. C&R PERSONNEL REPAIRED THE KEY SWITCH/FILTER BOX BY 

REMOVING SMALL PORTION OF MAIN AIR HOSE AND INCREASING GAP BETWEEN 
THE PRESSURE DISC AND ELECTRICAL CONTACTS. 

4. DOOR IS NOW RPT NOW OPERATING SATISFACTORILY. HOWEVER EXHAUST 
FAN OUT OF ORDER WITH PROBABLE DEFECTIVE MOTOR. WILL UNDERTAKE 
REPAIR LOCALLY AND WILL ADVISE ONLY IF UNABLE TO DO SO. 

BRUCE 



CONFIDENTIAL 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 DEC 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: garlanwa 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973PEKING01559 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: n/a 

From: PEKING 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9731 241 /aaaabdvk.tel 

Line Count: 48 
Locator: TEXT ON-LINE 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: PEKING 1267, STATE 222492 
Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 FEB 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 -Feb-2002 by collinp0>; APPROVED <20 FEB 2002 by garlanwa> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SHIELDED ENCLOSURE DOOR 
TAGS: ACOM, CH 
To: STATE 
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